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Message Text 

UNCLASSIFIED 

PAGE 01 BOGOTA 06895 271526Z 
ACTION CU-04 

INFO OCT-01 ARA-14 ISO-OO USIA-15 /034W 

097571 272358Z/75 

R 271255Z JUL 77 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 2814 

UNCLAS BOGOTA 6895 

E.O. 11652: NA 
TAGS: OEXC SCUL 

SUBJECT: NEW YORK KAMMERMUSIKER 

REF: STATE 172716, 172208 

1 . BOGOTA WILL REIMBURSE FULL AMOUNT AIR TICKETS PAN AM A-B ARRAN QUILLA- 
BOGOTA UPON ARRIVAL IN BOGOTA IN EQUIVALENT COLOMBIAN PESOS. IF 
TICKETS COST YOU $445, YOU WILL RECEIVE THAT AMOUNT. WE APOLOGIZE 

FOR MISTAKE ON BOGOTA 6601. PER DIEM FOR BARRANQUILLA IS US$30 
INSTEAD OF $35 AS QUOTED AND WILL BE PAID ON ARRIVAL IN BARRAN- 
QUILLA. TOTAL PER DIEM IN COLOMBIA ADDS UP TO US$700 AND WILL BE 
PAID IN COLOMBIAN PESOS. BARRANQUILLA BDNC'S SHARE OF HONORARIUM 
FEE US$150 WILL BE PAID IN COLOMBIAN PESOS. BOGOTA CONCERT 
AND BALANCE OF BARRANQUILLA FEE WILL BE PAID IN US DOLLARS, 

$650. US$400 FEE FOR T.V. TAPING WILL BE PAID IN EQUIVALENT 
COLOMBIAN PESOS. PESOS REMAINING AFTER EXPENSES HAVE BEEN PAID, 

CAN BE CONVERTED INTO DOLLARS BEFORE DEPARTURE. 

2. T.V. PROGRAM WILL LAST 1 HOUR. SUGGEST 50 MINUTES OF MUSIC 
TO ALLOW COMMERCIALS AND PRESENTATION OF POOR AM. 

3. BNC BARRANQUILLA WILL BE RESPONSIBLE FOR SAFETY OF 
INSTRUMENTS WHILE GROUP IS OUT ON TOURS. 

4. HOTEL RESERVATIONS MADE AS PER INSTRUCTIONS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BOGOTA 06895 271526Z 

5. HAS PROBLEM OF RETURN TRANSPORTATION TO NEW YORK BEEN SOLVED? 

DREXLER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CULTURAL PRESENTATIONS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BOGOTA06895 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770269-0785 
Format: TEL 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977071 6/aaaaamyx.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 310b8663-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 172716 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1739651 
Secure: OPEN 
Status: NATIVE 

Subject: NEW YORK KAMMERMUSIKER 

TAGS: OEXC, SCUL, CO, NEW YORK KAMMERMUSIKER 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/310b8663-c288-dd11-92da-001cc4696bcc 
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